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principal cities. In Canada, Mack Trucks of Canada, Ltd. 


ab door. Mlustrated 
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fic and separate lighting plant. 


Firemen everywhere feel a justifiable 
pride in putting a new Mack into service. 
For with Macks, they get the finest in 
fire apparatus. And they know that 
Macks are backed by the greatest serv- 
ice facilities in the field — a coast-to-coast 
network of over 700 Mack factory 
branches and dealers for quick attention 
to parts and service requirements. When 
ordering your next apparatus, remember 
that there’s a Mack best fitted to fill your 
needs. You'll want to celebrate, too, 
when you Modernize with Macks! 
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HE cover picture shows dedication of New Haven Fire 
Department’s new fire training building by staging a 
“2-alarm fire” on May 22, in connection with a Fire Fighters 
Field Day sponsored jointly by the New England Division, 
International Association of Fire Chiefs and the Connecticut 
Fire Chiefs Association. 
Note the use of a 65-ft. aerial ladder to permit convenient 
ventilation of roof of a 24-story building. A more detailed 
report of this training demonstration appears on pages 8 and 9. 


IRE fighting is not a highly paid profession. This is evi- 
dent from the 1948 annual survey of fire department 


Salaries conducted by the International Association of Fire 


Fighters and published in the April issue of the International 
Fire Fighter magazine. This survey reports both the number 
of paid firemen and the annual salaries for each rank in some 
790 fire departments reporting to the IAFF. 

At the top of the pay scale are the chiefs of seven large fire 
departments who have salaries of $10,000 or more annually, 
subject of course to Federal taxes, as follows: Los Angeles, 
$12,480; New York, $11,500; San Francisco, $10,380; Chicago, 


$10,100; Detroit, $10,000; Montreal, $10,000; Washington, 
$10,000. 

While in general fire department salaries are somewhat 
higher in the larger cities because of higher living costs, there 
are 31 cities of more than 100,000 population that pay their 
fire chief less than $5,000 per year, thus not leaving much lee- 
way for salary schedules in the lower ranks adequate to meet 
present living costs. Of 203 cities having 10,000 to 20,000 
population, 75 cities or 37 percent paid their fire chiefs less 
than $250 per month. 

Perhaps fire fighters should take a leaf from the book of 
public education authorities who have been conducting a 
nation-wide campaign for increased salaries for teachers. The 
public needs to be better educated as to the work that firemen 
perform and of the skills that must be developed for successful 
fire fighting. Is there any term broad enough to embrace all 
of the many vital emergency services which fire fighters, either 
paid or volunteer, perform for their communities? As trained 
rescue workers firemen are called upon for help in a large 
variety of emergencies. Such humanitarian services are freely 
rendered as part of the fire fighter’s mission to protect life and 
property although perhaps scarcely recognized in the payroll 
classifications “fire fighter” or “hoseman.” 

Fortunately the fire services are forging steadily ahead. 
The excessively long 84-hour work week under the old two 
platoon system is rapidly becoming a thing of the past. In 
some states and provinces, many fire departments operate on 
a 48- or 56-hour week while in other localities the on-duty 
periods average between 60 and 70 hours per week. As the 
number of volunteers and paid-on-call firemen greatly out- 
number the full-time paid fire fighters in both Canada and the 
United States it is important that the volunteer fire service 
members understand the need of their paid brothers for ade- 
quate financial support and security. 


SUMMER fire hazard is the overfilling of gasoline tanks. 

This has caused some gasoline tank truck and automobile 
fires. With the advent of electric gasoline dispensing pumps 
which automatically compute the bill to an exact cent, filling 
station operators seem to have developed the practice of not 
only filling the gasoline tank but of filling the tank’s fill pipe 
to the brim. While it is admitted that the tank gage cannot 
always be trusted, it is a good practice not to fill beyond the 
full mark on the gauge. Unfortunately, not all cars have the 
fill pipe on the opposite side from the motor exhaust, but igni- 
tion from exhaust pipe is not the only danger. 

Gasoline expands considerably as the day warms. With a 
30-degree increase in temperature, the contents of a 15-gallon 
tank would expand nearly three pints. It is not an uncommon 
sight to walk along a row of parked cars and see gasoline drip- 
ping into the gutter from tanks that were overfilled during the 
cool of the morning. The spilled gasoline readily vaporizes on 
a hot day and merely awaits a chance match or cigarette tossed 
into the gutter to start a fire. On many occasions the situation 
is made worse because shopkeepers sweep refuse from the side- 
walks into the gutters where it adds fuel to a potential fire un- 
der a row of parked cars. The street cleaning department 
seldom has opportunity to clean the gutters while cars are 
parked along the curb. 

As automobiles still are not plentiful enough to burn, and 
their value has greatly increased, wisdom would indicate 
that motorists be cautioned to order only the amount of 
gasoline that the tank will hold safely. Experience has shown 
that the filling station attendant, in many cases, keeps the 
pump running until gasoline shows in the fill pipe, allowing no 
room for expansion. A safer practice is to order gasoline by 
price: $1.00, $1.50, $2.00 worth at a time, depending upon the 
quantity the tank can safely hold. Filling station operators 
should realize that a car will consume as much gasoline in the 
long run, whether the tank is overfilled or not, and understand 
that overfilling does not make friendly customers if a fire 
results. 
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NFPA Meets in Washington 


More than 800 Fire Authorities Attended 52nd Annual Meeting 
of the National Fire Protection Association May 10-13, 1948 


HE National Fire Protection Asso- 

ciation held its 52nd Annual Meet- 
ing at the Statler Hotel in Washington, 
D.C., May 10-13, 1948. Despite threats 
of a railroad strike, more than 800 mem- 
bers and guests were registered. More 
than thirty speakers and committees 
presented reports and papers, a few of 
which will be reproduced in the NFPA 
QUARTERLY which goes to all member 
fire departments and the balance in the 
published proceedings which is available 
upon request. 

The reports presented at the meeting 
gave an excellent cross section of the 
progress being made in the science of fire 
protection. The opening guns were fired 
on Sunday evening with a meeting of 
the NFPA Committee on Firemen’s 
Training under the direction of Chair- 
man W. A. Ross of the U. S. Office of 
Education, whose report will be pre- 
sented in the August issue of FirEMEN. 

On Monday, sectional meetings were 
held by the NFPA Railroad Section and 
the NFPA Fire Marshal’s Section. The 
Railroad Section consists of railroad 
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men responsible for fire protection on 
their roads. Their all-day session in- 
cluded seven formal papers and a round 
table discussion of current problems in 
railroad fire protection. 

The Fire Marshals’ Section made up 
of city, county, state and provincial fire 
marshals and fire prevention officers 
from Canada and the United States, 
held three sessions under the direction of 
Chairman E. A. Taylor, Fire Marshal 
Department of Oregon. One session 
held by the fire marshals was a closed 
session devoted to the subject of arson 
detection and included a report on the 
relationship between the business index 
and the incidence of arson by Economist 
George Haskell, and another on “‘Pitfalls 
to be avoided by arson investigators” by 
R. C. Steinmetz, Chief Special Agent of 
the Mutual Investigation Bureau who 
is well known to thousands of firemen 
who have attended state fire schools 
where “Dick” has handled the instrue- 
tion in arson investigation. 

The first general session of the NFPA 
meeting began Monday evening with re- 


ot 


Frank C. McAuliffe, Chief of Chicago Fire Insurance Patrol, President of the Interna- 
tional Association of Fire Chiefs, and a Director of NFPA, speaking on ‘‘Teamwork in 
Fire Protection,”’ said: ‘‘The leaders of the fire fighting service realize that fire is no re- 
specter of persons, communities or conditions, and that it can strike with equal fury on 
all. They know that the best defense against our common enemy is the maintenance of 
a high state of preparedness which can only be gained through interchange of knowledge, 
training and experience with others in the field. The International Association of Fire 
Chiefs realizes that it is not self-sufficient and seeks the wholehearted and friendly sup- 
port of the N.F.P.A. and other allied agencies to uphold the high ideals and purposes 
upon which our organizations are based. In turn, the I.A.F.C. promises the N.F.P.A. and 
others that are earnestly working toward the prevention and control of fire to join forces 
so that we may all work together to prevent misery, tragedy and desolation which are 
the prices paid for uncontrolled and needless fire.”’ 
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DCFD demonstrates 100 ft. aerial to 
visiting NFPA members in front of 13th 
St. fire station housing the night quarters 
of deputy chiefs, two pumpers assigned 
to Engine 16, aerial of Truck 3, two 


water towers, and two 1000 gpm 
pumpers loaded with 3-in. hose serving 
as tower tenders. The third floor con- 
tains the clinic and hospital of the Board 
of Police and Fire Surgeons. 


ports by President Curtis W. Pierce and 
General Manager Percy Bugbee and ad- 
dresses by President Earl O. Shreve of 
the U. S. Chamber of Commerce and by 
W. Walter Williams, Chairman, Com- 
mittee on Organized Public Support, 
President’s Conference on Fire Pre- 
vention. 

On Tuesday afternoon an organiza- 
tional meeting was held for the forma- 
tion of the new NFPA Electrical Section 
under the guidance of Chairman Alvah 
Small, President of Underwriters Lab- 
oratories, Inc. At this session plans and 
procedures for revision of the National 
Electrical Code were discussed. Secretary 
of the new Section is Charles L. Smith, 
NFPA Electrical Field Engineer. The 
Electrical Section supercedes the old 
NFPA Electrical Committee whicb for 
many years produced the National Elec- 
trical Code for which the NFPA is 
sponsor. 

On Wednesday morning the Marine 
Section held a most interesting session 
with a report of recent marine and port 
fires by Chester I. Babcock of the NFPA 
staff, and another on “Developments in 
Waterfront Protection’”” by Secretary 
William G. Hayne, of the NFPA Com- 
mittee on Piers and Wharfs. The 
Marine Section is being reorganized to 
constitute a new NFPA Marine Com- 
mittee. 














Speakers at the Forum on Juvenile Edu- 
cation in Fire Prevention, R. E. Vernor, 
Chairman; Dr. Robert Eaves, National 
Commission on Safety Education; Gordon 
Osmond, Washington junior high school 
pupil; Dr. Helen K. MacIntosh, Chairman, 
NFPA Committee on Fire Prevention Edu- 
cation for Elementary Schools; Dr, George 
Haupt, N. J. State Teachers College; 
Jack Epstein, Baltimore teacher; Charles 
Bahme, Captain LAFD, who told of the 
Los Angeles Junior Fire Department. 





Past-president Richard E. ‘‘Dick’’ Vernor 
presents gift of 8 place silver service to 
retiring NFPA President Curtis W. Pierce. 





Earl O. Shreve, President, U. S. Chamber 
of Commerce and NFPA Vice President, 
told of the interest of business in fire 
protection. Seated left to right are NFPA 
General Manager Percy Bugbee and 
NFPA President Curtis Pierce. 





NFPA members and guests attend program of Committee on 
Visual Education featuring an evening of motion pictures of 


fires and fire prevention subjects. 


Wednesday afternoon was devoted to 
organized tours to points of special inter- 
est to members including the National 
Bureau of Standards, the FBI Labora- 
tory, The National Archives, and the 
District of Columbia Fire Department. 
The Military District of Washington 
furnished transportation for these tours. 

Chief Clement Murphy was host to 
the members who toured the DCFD 
visiting first the quarters of Engine 16, 
the city’s largest fire station. The group 
next visited the Communications Center 
believed to be the most complete in the 
United States. This nerve center of the 
fire alarm system as well as departmental 
headquarters has radio desks in touch 
with more than 90 mobile units of 
pumpers, ladder and squad trucks, and 
officers’ cars. Another radio desk dis- 
patches all ambulances in the city. 

Chief Murphy pointed out that with 
radio on all equipment, chief officers ar- 
riving at a fire frequently are able to 
release companies responding to the 
alarm and permit them to cover their 
own districts by going in service ‘‘on the 
air.” 

The tour of the DCFD also included a 
visit to the quarters of Rescue Squad 1. 
Each of the two rescue companies of the 
Department are equipped with an ambu- 
lance and with a 750 gpm pumper hav- 
ing a 5-man cab and specially designed 
squad body with complete rescue equip- 
ment. The booster tanks on the rescue 
trucks carry a supply of mechanical 
foam to be discharged through specially 
built proportioners. This permits use of 
considerable volume of foam at airplane 
crashes and other flammable liquid fires 
without waiting for the Department’s 
foam truck to arrive. 

The tour also included a cruise on the 
Fireboat William T. Belt named for the 
Chief Engineer of the Department who 
placed the city’s first fireboat in service 
in 1906. The boat placed 9 streams in 
service for the benefit of the visitors. 
The boat is berthed adjacent to the De- 
partment’s pump school which is con- 
sidered an outstanding facility for the 
training of fire department pumper 
operators. 





Officers and Executive Committee of the 
Fire Marshals’ Section: Front row, L. to 
R.—E. R. Bonat, Rhode Island, Secretary; 
H. M. Armstrong, New Brunswick, Ist 
Vice Chairman; George W. Clough, Nas- 
sau County, N. Y., Chairman; Edward W. 
Hall, Detroit, 2nd Vice Chairman. Back 
row, L. to R.—R. E. Tiffin, Saskatche- 
wan; E. A. Taylor, Oregon; H. N. Witt, 
Knoxville; E. N. Montgomery, Boston; 
C. S. Morgan, Executive Secretary; R. B. 
Kurfiss, Dayton. 





Research Director M. M. Braidech of the 
National Board of Fire Underwriters spoke 
on ‘‘Recent Developments in Ammonium 
Nitrate Research.”’ Beside the speaker 
is NFPA Chief Engineer Horatio Bond. 





Gordon C. Osmond, Pupil, Alice Deal 
Junior High School, Washington, Forum 
on Juvenile Education in Fire Prevention. 





Organizational meeting of the new NFPA Electrical Section at 
which plans and procedures for the production of the National 


Electrical Code were discussed. 
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New Fire Appliances and Training 
Facilities Demonstrated at 
New Haven, Connecticut 


HE much talked of post war techniques of 

fire training by actual fighting of fires in 
specially designed structures became a reality 
at New Haven, Connecticut, on Saturday, 
May 22, when the New Haven Fire Depart- 
ment demonstrated its new fire fighting and 
training facilities at a Firemen’s Field Day 
sponsored jointly by the New England Divi- 
sion, International Association of Fire Chiefs 
and the Connecticut Fire Chiefs Association. 

More than 700 fire officials from New Eng- 

land, New York, and more distant points were 
registered for the day-long demonstration of 
modern fire fighting methods and equipment. 
Chief Paul P. Heinz, of New Haven (member 
NFPA), President, New England Division of 
the IAFC, opened the program with a descrip- 
tion and history of the Department’s training 
facilities which were erected by the officers and 
members of the New Haven Fire Department 
as a memorial to fire fighters who have given 
their lives at fires and in military service. 
_ The training center is built on city-owned 
ground along the waterfront. Much of the 
actual construction work was done by fire 
fighters under the direct supervision of Deputy 
Chief Thomas Collins, Department Drill- 
master, who contrived to provide a practical 
type of training center at which fires typical of 
those encountered by New Haven firemen can 
be duplicated. 

Training ground facilities include a new 
6-story drill tower which is designed to permit 
practice on actual fires at high elevations, 
numerous pits for flammable liquid fires (see 
VOLUNTEER FIREMEN, October 1945, page 13), 
high voltage wires for instruction in proper use 
of streams at electrical fires, a railroad tank 
car mounted over an oil pit to simulate burn- 
ing of tank cars in a wreck where flammable 
liquids have been spilled, an electrical trans- 
former, and a typical oil burner. The training 
ground also includes the station for the New 
Haven fireboat. The ground is in the rear 
of the quarters of Engine 7 where firemen re- 
ceiving training may be quartered in order 
that response to fires at the training ground 
may be made from a fire station under actual 
service conditions. 

The latest unit completed at the training 
ground is a 2)4-story and basement reinforced 
concrete and cinder block structure. This has 
a one-story addition at one side to provide ex- 
perience in protection against exposure fires. 
The idea of firemen’s training by fighting 
actual fires received considerable impetus un- 
der the U.S. Navy’s wartime fire training pro- 
gram (see VOLUNTEER FIREMEN, December 
1945). Fire officials quickly appreciated the 
value of training which included the use of fire 
fighting appliances on actual fires but appre- 
ciated that the Navy program stressing the 
fighting of flammable liquid fires aboard ship 
under combat conditions was not entirely 
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L to R: Deputy Chief Thomas Collins, Chief Instructor, New Haven, Conn. 
Fire Department; Chief Stuart Potter, Greenwich, Conn., Fire Department; 
Chief Paul P. Heinz, New Haven, Conn. Fire Department, President, New 
England Division, International Association of Fire Chiefs; Chief Thomas 
Shipman, New London, Conn. 





Exterior view of new fire training building showing the manner in which 
various fire protection devices in the structure are designated. The building 
has automatic sprinklers and three types of fire detection equipment. 





View of new fire training building from top of six story drill tower which 
is also arranged to permit fighting of actual fires. Roof hatches shown in 
this view make possible both automatic and manual ventilation. Various types 
of window and door openings are provided to simulate typical conditions 
encountered at fires. 
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Right: Captain A. M. Grunwell, Rescue 


Squad 1, District of Columbia Fire De- 
partment (at microphone) describes ex- 
periences with gas mask carrier incor- 
porated in a fire coat. This permits each 
fireman to have his mask instantly avail- 
able at all times, developing confidence 
and familiarity in the use of mask equip- 
ment. The assembly is worn by Chief 
Joseph Giammatteo of the Glen Echo, 
Maryland, Volunteer Fire Department. 
Chief Paul Heinz shown presiding. 


analogous to fire department needs. 

Suggested plans for a firemen’s train- 
ing center where firemen could learn by 
doing appeared in VOLUNTEER FIREMEN 
magazine for November 1945. While 
many fire chiefs have expressed a desire 
to develop such training facilities, Chief 
Heinz of New Haven has been the first 
to bring the projeet to reality. It is ap- 
preciated by Chief Heinz and members 
of his staff that as a result of New 
Haven’s forward step experience will be 
gained that may be incorporated into 
future municipal and state operated fire 
training centers. However, the New 
Haven fire training ground facilities are 
the most modern yet developed. They 
permit rookies, experienced firemen, 
company officers, and chief officers to 
get a wealth of practical experience at 
fires staged under all manner of simu- 
lated conditions. 

Flues are installed in the walls to per- 
mit extension of fires to various portions 
of the upper floors at will from three fire 
pits located in the basement. 

Proof of the utility of the structure 
Was given at the close of the field day 
when a 2-alarm fire was staged with full 
response of fire companies assigned to 
answer calls in that vicinity. The first 
alarm companies came in response to an 
automatic alarm signal originating from 
a fire detection system in the building. 
Addition help was called by radio. 

Operations of this nature at a training 
ground give a fire department a chance 
to perfect its multiple company opera- 
tions at full scale practice fires, some- 
thing never before attempted. 

Space does not permit description of 
other interesting demonstrations includ- 
ing “wet water,’ fog nozzles, smoke 
ejectors, self-contained breathing ap- 
paratus, diving equipment, and special 
appliances of the New Haven Fire De- 
part ment. 
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A demonstration of the stream patterns of various spray and solid stream nozzles 
utilized this convenient nozzle holder fed by four 2'/2-in. connections and having 
six gated 2'/2-in. outlets and a pressure gage showing the residual pressure in the 
distributor pipe. In addition to usefulness in fire school instructions, such a dis- 
tributor pipe might be of value at waterfront locations where fireboats could pump 
into such a distributor to supply hand lines as required. 





Left to right: Captain A. M. Grunwell, District of Columbia Fire Department; Chief 
Paul P. Heinz of New Haven, host of the Fire Fighters Field Day sponsored by the 
New England Division, International Association of Fire Chiefs; Chief Joseph Giam- 
matteo, Glen Echo, Maryland; Editor Warren Y. Kimball, FIREMEN magazine; James E. 
Jagger, recently appointed General Manager, International Association of Fire Chiefs. 





Demonstration of mechanical foam equipment using the New Haven Fire Department 
foam truck carrying a large tank of foam liquid and having a 500 gpm pump equipped 
with a new foam proportioner manufactured by the Rockwood Sprinkler Company of 
Worcester, Mass. The foam was discharged both through solid stream and fog type 
nozzles. 
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Pennsylvania Makes ’Em Work (—and they like it! 


By Ed. Spotz, Director, Annual Pennsylvania Fire School 


HE fellow who comes to our Penn- 

sylvania Fire School, expecting to 
wear his ‘“Sunday-best” and to warm a 
seat for a week is due for a rude awaken- 
ing. From Monday morning until Fri- 
day evening he had better wear his work- 
ing clothes and be sure his boots are 
handy. 

Time was when a “Fire School” con- 
sisted of a series of lectures, demonstra- 
tions and round-table discussions: lec- 
ture — some guy who has had no train- 
ing in public speaking gets up and talks 
for a long time on some dry-as-dust sub- 
ject; demonstration — a group of picked 
men perform an evolution to show how 
good they are or some fellow extinguishes 
a fire (which was built to order) with 
some gadget he is trying to sell; round- 
table discussion—a bull session in 
which two or three fire chiefs (not usu- 
ally the smartest chiefs in the group, 
either) tell all about every fire they ever 
rolled on. Now, don’t get me wrong, I’m 
not knocking any other fire school. A lot 
of sincere effort is being put into fire 
schools which are not at the present time 
geared or equipped for training under 
actual fire conditions. Any sound fire 
training is better than no training. 

But we, here in Pennsylvania, decided 
some time ago that this is not what the 
firemen want in a training school. The 
slogan for our 1947 and 1948 Fire 
Schools became “Learn Fire Fighting by 
Fighting Fire,” and we tried to live up 
to that slogan. Now — right here I 
want to state that we do not try to take 
credit for originating this idea. The 
‘Jearning by doing” idea has been kick- 
ing around in the fire service for a long 
time and the Armed Services brought 
this method of training to something 
approaching perfection during the war. 


Fireman uses dry powder type of hand extinguisher to smother 
simulated spray booth fire. 
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Mary had a little 
car she thought that 
it was swell One day 
She smoked while get- 
ling gas blew it all to 
(CENSORED) 
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A life-size Smokey Stover lightens the 
evening general sessions of the Pennsyl- 
vania Fire School. Prizes are awarded in 
a Smokey Stover Fire Prevention Limerick 
Contest. 


We do believe, though, that Pennsyl- 
vania was the first state to institute 
training under fire conditions on a state- 
wide basis for paid and volunteer muni- 
cipal firemen. Last year some 328 fire- 
men worked for a full week to earn cer- 
tificates. (Total registration was over 
500.) They fought fires in two buildings, 
several oil tanks, an airplane, a paint 
dip-tank, a transformer and an auto- 
bile. We burned several thousand gal- 
lons of fuel oil and gasoline in tank fires, 
spill fires and fires in industrial equip- 
ment. Some of our men looked like the 
end men in a minstrel show after they 
came out of an oil fire they had at- 
tacked facing the wind. 

Now we didn’t just touch off fires 
once, with a half-dozen men fighting the 
fire and the others standing back and in- 
dulging in the old pastime of being 
“sidewalk chiefs.” We repeated the 
same fire time after time, for group after 
group of men, so they could all get into 
it. We placed the fire fighting equip- 


ment right into a man’s hands and led 
him into the smoke. 

Hose and ladder work, rescue, pump- 
ing, salvage and many other subjects 
were handled the same way. The man 
who went through the Pennsylvania 
Fire School course without getting his 
hands on fog nozzles, foam equipment, 
ras masks, deluge sets and pumpers 
must have had both arms broken when 
he enrolled. 

Men and dummies were “rescued.” 
Gas masks of all ordinary fire service 
types were used in a gas chamber and in 
actual fires. We placed high velocity 
and low velocity fog, mechanical and 
chemical foam, water wetters and all of 
the other necessary equipment and sup- 
plies into their hands and told them, 
“Go to it.” 

For four periods each day we assigned 
the men to sections of about 20 men 
2ach. The men in each group were num- 
bered consecutively and the instructors 
called each man, by number, to take his 
part in the work. At the end of a period, 
each group moved to a new instructor 
and a new subject. 

We had to cover some of the subjects 
by lectures but we kept the firemen busy 
most of the time. And they liked it. 
Like the U.S. Navy, we found that noth- 
ing gives a fireman confidence in his 
equipment like the experience of walk- 
ing into the flame and smoke with it. 

When we hold our 1948 Pennsylvania 
Fire School, August 2 through 6, at 
Lewistown, (plug) we are going to have 
bigger and better fires. More oil and 
gasoline and second-hand lumber and 
packing boxes will go up in smoke. We 
are going to try to simulate some of the 
terrific rescue jobs that the fire depart- 
ments have had to face during the past 


Firemen wearing masks use fog nozzle on practice fire in small 
frame shed. 











few months. The men will get dirty and 
sweated and their eyes will smart from 
smoke — but they will go home satisfied 
that they have accomplished something 
by attending fire school. 

The 1948 Fire School (The Tenth 
Annual) will present six complete courses. 
The first is a course in Standard Fire 
Fighting including 18 separate subjects 
with instructors of special ability in each 
subject. Five of these subjects involve 
work under actual fire conditions and 
nine others involve student participa- 
tion. Only three topics are given by lec- 
ture methods. Subjects in the standard 
course include: structural fires, flam- 
mable liquid fires, special fires, ex- 
tinguisher practices, extinguishers, hose 
evolutions, ladder evolutions, hose and 
ladders, pumping practices, fire stream 
evolutions, science of fire, rope work, 
forcible entry practices, salvage and 
overhaul practices, rescue practices, first 
aid, protective masks, and protective 
mask practices. 

Only students who have previously 
completed the Standard Course may en- 
roll in one of the following courses: Ad- 
vanced Fire Fighting, Fire Apparatus 
Operation and Maintenance, Fire Serv- 
ice Administration, Fire Service Instruc- 
tion, Fire Service Rescue and Ambu- 
lance Operation. A 16-page illustrated 
booklet giving complete subject matter 
and instructors for the various courses is 
available from the Department of Public 
Instruction, Harrisburg, Pa. Applica- 
tions for enrollment at the Fire School 
should indicate the course desired and 
the room accommodations desired and 
be accompanied by a $5 check or money 
order. Applications should be sent to 
Mr. Charles E. Clark, Bursar, Box 271, 
Wayne, Pa. Each enrollee is urged to 
bring plenty of overalls or old clothing, 
plus fire coat, boots and helmet. A pad- 
lock should be brought for the indi- 
vidual’s locker, and note books and 
pencils will be required. 

The Lewistown Fire Department will 
provide modern apparatus, tools and 
equipment and considerable hospitality, 
although the strenuous sessions from 
8:45 a.m. to 10 p.m. leave little time for 
outside recreation. 


Photographs by Edward W. 
staf? photographer 
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Chief McAuliffe in Washington 


for Defense Planning 
HIEF Frank C. McAuliffe, Chicago 


Fire Insurance Patrol, Director of 
NFPA, and President, International 
Association of Fire Chiefs, has been 
selected to represent the fire fighting 
services in civil defense planning. Chief 
McAuliffe is located in the office of 
Secretary of Defense, Room 3D 722, 
rain Building, Washington 25, 
a. 











TURN YOUR SPARE TIME INTO PROFITS 
$84.00 A WEEK FROM 2 SALES A DAY 


Sell RANDOLPH Fire Extinguishers _ 4 
Every building holds a prospect (a ae 
Homes, Boats, Cars, Garages, Gas 
Stations, Shops, Laundries, Farms, 
Hotels, Stores, Factories. 


THEY WANT A RANDOLPH 
with its panic-proof trigger 
action that smothers the fire 
instantly in a snowy blanket 
of carbon dioxide. No mess, 
no water, no damage, even 
to food. It evaporates with- 
out a trace. 


YOU CAN QUALIFY for exclusive 
territory to sell the famous, na- 
tionally advertised Randolph used 
by leading industrial concerns every- 
where. 











APPROVED... 


Approved by 
Underwriters’ Laboratories 


Quick profits await those who act at once. Four sales a 
day net $168.00 a week. Write today for full or part-time 
plan, territories, demonstration kit, ete. Don’t delay. 


RANDOLPH LABORATORIES, Inc. 


5 EAST KINZIE STREET CHICAGO 11, ILLINOIS 
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@ Mere pressure of the 
fingers on the grip of 
this splendidly bal- 
anced Hardie Fog Gun 
produces exactly the 
fog or stream you 
want. 


@ Absolute dependability under severest 
duty; quick adjustment from fog, to spray, 
to hard, smashing solid stream; mainte- 
nance and upkeep practically nothing even 
over years of use—these are what you get 
when you specify Hardie High Pressure 
Pumps and Guns for Fog Fire Fighters. 
Available from leading equipment manu- 


@ This Hardie XCXX pump 
delivers 35 G.P.M. at 800 
P.S.I.at118 R.P.M. Hardie 
LCXA pump gives you 60 


G. P.M. at 800 P.S. I. facturers. Write for specification data. 
Ban THE HARDIE MFG. COMPANY 
<r Wal Hudson, Mich. 
=~ |) my Los Angeles 11, Calif. Portland 9, Oregon 
' Export Dept.— Detroit 26... Canadian Office— 


Clarence W. Lewis & Son Ltd.— Grimsby, Ont. 


* -R * * 3 * £ 
gh Prooure PUMPS anv roc GUNS 
ire Fighters 
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WHERE 
‘THERE’S 
SMOKE 
THERE’S 
» ALWAYS 
DANGER 


BE SAFE ™ “A” Scot -tir- Pak 


@ Smoke is a gas... 


made visible by solid particles. In fire fight- 


ing the important question is “What type of gas is present in the 


smoke”’.. 


and does sufficient oxygen remain to support life?” 


The Scott Air-Pak, used on arrival, permits immediate inspection 
and action without subjecting personnel to breathing hazards. It 


does not matter what type of gas is present, or if oxygen is defi- 
cient, because the Scott Air-Pak completely supplies its wearer 


-in any volume “demanded” by him 


with pure cool breathing air.. 


BUREAU OF MINES APPROVAL No. 1308 


ONLY THE SCOTT 
AIR-PAK HAS ALL 
6 FEATURES 


j Can be used in any temperature 
from below zero to oven heat. 


2 Only the Scott delivers fresh, 
cool, confidence-inspiring air 
3 Only the Scott has a gauge on 

the cylinder to prevent the in- 
advertent use of empty or partly 
empty cylinders. 


4 Only the Scott has acid and cor- 
rosion proof straps and fittings. 


5 Only the Scott has a battle- 
tested emergency-proved reg- 


ete ee 


. 48 Air-Paks at Providence, R. I. 


ulator, and a mask permitting con- 
versation 


6 Only the Scott has a gauge within 

the wearer’s vision, custom-built, 
not a commercial gauge, to provide 
the maximum in utility and safety. 


 soishsienbeesniamnstponniesiniaiebasnmcnanmnaieenniainini 


Wire or Write for a Free Demonstration 


Established in 1932 
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SAFETY EQUIPMENT DIVISION 


SCOTT AVIATION CORP. 


236 ERIE STREET, LANCASTER, N. Y 





Weak Hydrants Plus 
Slow Alarm — Big Loss 


HE Mayfield Country Glub = at 

Lyndhurst, Ohio, was severely dam- 
aged by fire on the evening of April 15, 
1948. Fire started in the kitchen where 
deep fat frying was in progress and em- 
ployees used ten or more extinguishers 
without realizing that flames had 
travelled up a wall into the attic. 

At 7:15 p.m. an alarm was telephoned 
to the Lyndhurst fire department and 
was also relayed to the South Euclid fire 
department under a prearranged plan. 
Lyndhurst responded with two pumpers 
and South Euclid sent a high pressure 
pumper with a 400 gallon water tank. 

The first crew to arrive took a booster 
line up the stairway to the cockloft over 
the kitchen and when sufficient men ar- 
rived a 24-in. hydrant line was taken 
to the roof but there was insufficient 
pressure to support this stream until a 
second pumper ran a line from another 
hydrant to supply the first pumper. 

There were two hydrants at the front 
and two at the rear of the club building 
but these were on 3- and 4-inch pipe, not 
looped, supplied by a 600-ft. long dead- 
end 4-in. metered line from a 6-in. main. 

After the first companies arrived addi- 
tional help was called during the next 
hour from Mayfield Heights, Gates 
Mills, Highland Heights, Cleveland 
Heights, Warrensville, Shaker Heights, 
and Cleveland, bringing the total re- 
sponse to ten pumper and one ladder 
companies. As soon as pumpers con- 
nected to the two hydrants at the rear 
of the property it was necessary for the 
companies at the front of the building to 
shut down and move to a pond some 500 
ft. away. Eventually eight pumpers 
were taking water from the pond. 

Even when the first apparatus arrived 
the cockloft was heavily charged with 
heat and smoke and when doors were 
opened at the south end of the structure 
to permit guests to leave, draft condi- 


tions were created that drove the fire 
fighters outside of the building. 





This view of the south wing shows only 
one end of the rambling Maywood Coun- 
try Club damaged on April 18, with a 
loss of $250,000. 











|= 


The four hydrants surrounding the 
club house were little more than decoys: 
gestures toward the niceties of fire pro- 
tection. The long line of 3- and 4-in. 
pipe could not even supply a single 1-in. 
tip as was proven by the inability of the 
first fire company to obtain a single 
stream untilia second hydrant could be 
tapped. Strangely, there is almost as 


FEET 
25 


much labor and cost involved in laying 
an inadequate water main as one that 
can carry many times more water. It 
would have been desirable to have had 
the hydrants on a 6- or an 8-in. loop 
which would have given some measure of 
real protection and could also have sup- 
plied water for an automatic sprinkler 
system. Even a 6-in. loop would have 
given the fire fighters a chance to have 
used two or three effective streams at 
the start of operations with a possibility 
of considerably less loss. Strangely 
enough, a 6-in. connection to the city 
main and pump house was provided for 
the greens sprinkling system. 

Despite the inadequate water supply 
and delayed alarm the fire fighters were 
able to save the north portion of the 
building including the men’s locker 
rooms, without appreciable damage. 





Rear of the country club near section 
where fire started in kitchen. Lack of 
water hindered effective fire fighting. 





75 YEARS OF SERVICE 


Back in 1873 this company started manufacturing pumps — we 
have never stopped. Today our Barton-American fire pumps are 
operating throughout the entire country — yes, even the world. 
These 75 years of continued service and experience are your 
gvarantee of quality. 


AMERICAN-MARSH PUMPS, INC. 
BATTLE CREEK « MICHIGAN 


Makers of Barton-American Mid-Ship & Front Mounted Fire Pumps 


NEW EDITION NOW READY! 


Crosby-Fiske-Forster. Handbook of Fire Protection 


BIGGER—BETTER 
MORE FOR YOUR MONEY 


1500 Larger Pages 
40% More Text 
Copiously Illustrated 
Handsomely Bound 


PRICE: $9.50 


This is a new book — not just a revision of the 1941 edition. Completely 
reset in easy-to-read type on larger pages with hundreds of illustrations, it is 
attractively and solidly bound in red fabrikoid. Every chapter contains new 
information including significant wartime developments. Like its distinguished 
predecessors, the Tenth Edition presents in compact form the essential infor- 
mation on fire prevention and fire protection. It represents a full two years’ 
work by the NFPA staff, supplemented by that of over 100 expert consult- 
ants. The Handbook is authoritative, the best current thought of experts. 


Order your copy today from 


National Fire Protection Association 
60 Batterymarch St., Boston 10, Mass. 
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@ All the training, all the good 
housekeeping requirements are 
necessary. Even then... a stray 
spatk or short circuit just seems to 
happen ... a fire starts. That's when 
you need modern, quick-acting 
C-O-TWO fire protection. C-O- 
TWO is’ dry, clean carbon dioxide 
gas... snuffs out the fire in sec- 
onds, then disappears without a 
trace. It is non-contaminating, non- 
damaging, non-conducting and non- 
corrosive. 


There are areas in your plant that 
particularly need C-O-TWO fire 
protection: spray booths, dip tanks, 
solvent baths, electrical equipment 
enclosures, lift trucks, pump rooms, 
anywhere there’s danger of flam- 
mable liquid or electrical fires. For 
complete fire protection in enclosed 
areas such as record vaults and store 
rooms, install the new C-O-TWO 
Combination Smoke Detecting and 
Fire Extinguishing System. This 
new system is a 24 hour a day auto- 
matic watchman. 


Let an expert C-O-TWO Fire Pro- 
tection Engineer advise you on your 
fire protection needs now, before 
fire strikes. Just clip this advertise- 
ment to your letterhead or calling 
card and mail for complete infor- 
mation about modern C-O-TWO 
Fire Protection Equipment. Remem- 
ber fire doesn’t wait . . . act now! 





c-0-TWO 
INDUSTRIAL SMOKE DETECTING 
CABINET 








Training Activities 


North Dakota. The North Dakot: 
Firemen’s Association through the co- 
operation of the State School of Science, 
presented their 5th Annual Fire Service 
School May 17-19 inclusive, at the 
School of Science campus, at Wahpeton. 
Mr. George Orgain, Field Instructor, 
Fire Service Training, A. & M. College, 
Stillwater, Okla., served as instructor. 
This school was held for the purpose of 
training and qualifying fire instructors 
with information being provided on 
teaching methods including curriculum 
organization. 

Instructors were trained by conduct- 
ing classes on various phases of fire fight- 
ing which included practice on subjects 
as: Inspection; Hose and Fire Streams; 
Rescue; Apparatus; and First Aid. 

Oklahoma. The 15th Annual Short 
Course of the Oklahoma Fire College 
being held July 5-30 at the Campus Fire 
Station of the Oklahoma A. & M. Col- 
lege, Stillwate: will be divided into four 
courses. The first of these will be de- 
voted to salvage and overhaul practises. 
Fire stream practices will be taught the 
second week. These two courses will be 
under the direction of Field Instructor 
George Orgain, During the week of 
July 19, a fire department “workshop” 
will be set up and drill evolutions given 
on ladders, hose, fire streams, driving, 
and pumping operation and protective 
breathing devices. The last course, to be 
conducted by W. Fred Heisler, Training 
Consultant, Oklahoma A. & M. College 
(member NFPA Committee on Fire- 
men’s Training) deals with the fire de- 
partment company, its responsibilities 
in fighting fires, leadership, human rela- 
tions, and personnel requirements. 

Oregon. Four Oregon Fire Instructor 
Schools are to be held this year. The 
first is to be held at Corvallis, July 26 
31; La Grande, August 2-7; the Oregon 
Vocational School at Klamath Falls, 
August 16-21, and Portland, September 
14-17. The three former schools are de- 
signed for new instructors with the after- 
noon of each day given to practice in- 
struction in fire service subjects. The 
school at Portland will be a conference 
for experienced instructors. 

Washington. The Annual Confer- 
ence of the Washington State Firemen’s 
Association and the Washington State 
Association of Fire Chiefs is scheduled 
for the dates of July 28-31 at Vancouver. 
A meeting of the Fire Chiefs Association 
will be held the first day and the follow- 
ing three days will be under the direc- 
tion of the Firemen’s Association, the 
first of which will be devoted to talks on 
subjects of interest to the fire service. 
Competitive drills will be held the fol- 
lowing day and the last day will be de- 
voted to the Annual Fire College. Dis- 
cussions will be held on these subjects: 


Coming Euents 


July 1-2, Missouri. 12th Central 
Conference at the University of 
Missouri, Columbia. 


July 5-30.' Oklahoma 15th Annual 
State Fire College, at Oklahoma 
A. & M. College, Campus Fire 
Station, Stillwater. 


July 11-16. 19th Firemen’s Train- 
ing School at the Texas A. & M. 
College, College Station. 


August 2-6. 10th Annual Penn- 
sylvania Fire School at Lewistown, 
See page 10. 


September 4-5. New Hampshire 
Fire School at the University of 
New Hampshire, Durham. 


September 9-10. Maryland Fire 
College at College Park. 





1. hydraulics, fire hydrants, use, care 
and storage of hose; 2. motor and pump 
maintenance and operation; 3. ladders, 
maintenance and operation of all types; 
4. salvage and tarpaulins; 5. ventilation; 
6. forcible entry; 7. respiratory appara- 
tus; 8. fire extinguishers; 9. general fire 
fighting. 


A Run-Away Blaze 
V' )LUNTEER firemen of Fredericks- 


burg, Virginia, responded to an 
alarm from Massaponax on the Rich- 
mond, Fredericksburg and Potomac 


Railroad four miles out of town. They - 


found a freight car filled with furniture 
burning on a siding. After exhausting 
the booster tank, the department started 
to lay out to a nearby stream when a 
railway worker released the brakes on 
the car which rolled a mile down the 
track where the volunteer firemen from 
Falmouth finished the job of extinguish- 
ment. 


President Truman Signs Resolution for 
Stamp Commemorating Volunteer Firemen 


AST month President Harry 8. 

Truman signed U. 8S. House Joint 
tesolution 339 proposing a commemo- 
rative stamp series honoring volunteer 
firemen on the 300th anniversary of the 
establishment of the first volunteer fire 
patrol in New York City, then New 
Amsterdam. Credit for the proposal 
goes to the Honorable J. Caleb Boggs, 
Representative-at-Large from Delaware, 
who pointed out in Congress that vol- 
unteer firemen had never been honored 
With a postage stamp. It is hoped that 
the stamp can be issued by Fire Preven- 
tion Week. 





There is 
ONLY ONE 









Indian Fire Pumps 
ore available with 


cow and there is 
ONLY ONE 


INDIAN 









“We were able to extinguish 
the fire as fast as we could 
walk.” That’s what a Kansas 
rancher says about how he 
put out a prairie fire with 
Indian Fire Pumps. “The 
flames were from two to four 
feet high and driven by a 
strong wind and we still had 
water left in the five gallon 
tanks. | never saw so much 
fire extinguished by so little 
water.” 

Equip now with these world fa- 
mous, portable fire fighters. You 
will be delighted with the way 
they make short work of all 
kinds of inside and outdoor fires. 
Tank may be filled with clear 


water or properly formulated 
wetting agents. 


Catalog and 
Price List 
on Request 


410 Main Street UTICA 2, N. Y. 
PACIFIC COAST BRANCHES 
Cenenton Renee © Eeeter Ce. 


Mill & Mine Supply Co 
oat a 2700 Fourth Ave. South Fred E. Barnett Co. CANADIAN AGENTS: 
Se Seattle. Wash 2005 $.E. 8th Ave. — Bingham & Hobbs Equip. Co. Duke Equipment Co. 
Roy G. Davis Co. Fred E. Barnett Co. Pr , Oregon 395 W.Sthave. 297 Duke St 
617 East 3rd Street 600 Spring St : : : 


Los Angeles 13, Calif. Kiamath Falts, Oregon Vancouver, Canada Montreal 5. Canada 
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WRITE FOR FREE BOOKLET 


New 24-page booklet shows illustrations 
and plans of smart, new, functionally 
designed fire stations — made possible 
only because Circul-Air is compact and 
has proven to be the most efficient dry- 
ing method ever used. 


Your free copy is available. 


THE (iRCULZZ ee CORPORATION 
PVP Set ess 


DETROIT 2 MICHIGAN 


PROTECT 


YOUR EQUIPMENT 
AND PERSONNEL 


Flashing, oscillating WIG-WAG Red- 
head beam quickly clears the driver’s 
side of the road as well as warning 
those approaching. Sends powerful sig- 
nals 1,000 feet ahead. Visible for miles. 
_ Safer, faster, quieter runs. 6” and 8” 
diameter sizes. Write for Folder. 


CARPENTER MFG. CO. 


168 MASTER-LICHT BLDG, 


BOSTON - 45 - 
SOMERVILLE, MASS. 
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MEMBERSHIP REPORT 





Every member 
receives a handsome 

membership certificate illustrat- 
ing the history of fire protection. 


EMBERS of the Volunteer Fire 
Company Section are reminded 
that dues of all Associate Members of 
the National Fire Protection Association 
were raised at the NFPA Annual Meet- 
ing in May to $12.50, taking effect at 
expiration of the individual membership 
year. However, the price for extra copies 
of FirEMEN remains at $1.00 per year. 
This rise in dues was deemed essential by 
the Board of Directors of the NFPA. 
At the present time the membership 
of the Section stands at 1,384 companies 
enrolled with a total of 21,557 men 
receiving FIREMEN. 


New members of the Volunteer Fire 
Company Section are: 


Citizens Fire Co. of Upper Milford Twp., Vera 
Cruz, Pa. 

Groveland Fire Dept., Groveland, Mass. 

Hollis Fire Dept., Hollis, N. H. 

Lakewood Fire Dept., Lakewood, N. Y. 

— Twp. Vol. Fire Co. No. 1, Milford Square, 


‘a. 

North Sharon Vol. Fire Co., Inc., Sharon, Pa. 
Olmstead Twp. Fire Dept., Olmstead Twp., Ohio 
Palmyra Vol. Fire Dept., Adrian, Mich. 
Sea Cliff Fire Dept., Sea Cliff, L. I., N. Y. 
Seven Hills Village Fire Dept., Cleveland, Cuya- 

hoga Co., Ohio 
Stockbridge Fire Dept., Stockbridge, Mich. 
Tumwater Vol. Fire Dept., Tumwater, Wash. 
Wolcottsville Vol Fire Co., Akron, N. Y 
Woodcrest Firemen’s Assn., Woodcrest, N. J. 


National Fire Protection 
Association, International 
Associate Membership i 


VOLUNTEER FIRE COMPANY SECTION 
($12.50 annual dues) Eligible: 


(1) all bona fide volunteer fire organiza- 
tions in any community. 


(2) all fire departments and companies in 
communities of less than 25,000 population. 


(3) all industrial fire brigades. 

Member volunteer fire companies receive ten 
copies of FIREMEN magazine each month, 
mailed to the homes of individual firemen. 
Beyond the ten, additional copies of FIREMEN 
cost $1 per year. 

Volunteer Fire Company Section members, 
receive, at their headquarters, one copy of all 
publications sent to NFPA associate members. 


ASSOCIATE MEMBERSHIP ($12.50 annual dues) 
Eligible: Individual fire department officers, 
firemen, and others interested in fire safety. 
NFPA associate members in the fire service 
receive: one copy of FIREMEN magazine 
monthly, the NFPA Quarterly, the monthly ; 
News Letter, technical standards, popular bul- : 
letins and posters. | 


All associate members have one vote in 
Association affairs. 


By Permission. Copyright 1948, The New Yorker Magazine, Inc. 





“It’s cut down our getaway time by half.’’ 





Video Vision 


NUMBER of fire department sta- 

tions in various cities and towns are 
now equipped with television whereby 
firemen can enjoy viewing sporting and 
other events between fires. One instance 
was reported from Cleveland where fire 
fighters in one station watched their 
brothers battle a fire to which the com- 
pany did not roll but which was tele- 
vised by a news broadcast. Perhaps the 
day will come when fire apparatus will 
have television equipment which can 
cast an image on a screen at headquart- 
ers to give visible indication of condi- 
tions on the fire ground. 

At least a few cases have been re- 
ported where fire apparatus was in- 
volved in minor accidents because 
drivers answering the alarm had been 
sitting in almost total darkness watching 
television programs and could not ac- 
custom their eyes to the outside condi- 
tions quickly enough to obtain normal 
vision. It is not necessary to have neat 
darkness to see a television program, and 
provision of moderate lighting will 
eliminate possible chance of accidents in 
case of an alarm due to inadequate visual 
accommodation. 


Book Review 


Manuel du Sapeur-Pompier, by Capi- 
taine Hamon of the Regiment du Sapeurs- 
Pompiers (232 pages, 5'44x8%4 in., 
in French). This book will be of inter- 
est to readers who would like to add to 
their file of information details of fire de- 
partment practice in France. A preface 
by Colonel Maruelle indicates the text is 
recommended principally to the newer 
and younger members of the French fire 
services who find useful a single text 
comprehensive of the work of a fireman. 
The book is undated, but is a recent 
publication as it carries Colonel Maru- 
elle’s title as that of Inspector General 
for Civil Protection for all of France, a 
position to which he was recently as- 
signed. The work of the author, Capi- 
taine Hamon, and fine illustrations by 
Sapeur Masmonteil, were developed in 
the schools of the Regiment. Illustrations 
show French tools and appliances and 
methods in hose, ladder, salvage and 
rescue work. Equipment described is 
different in some respects from Amer- 
ican: hydrants are flush type, hose 
couplings are snap type, hose is unlined 
linen, long ladders are “escapes,” but 
mostly the tools described are those 
fundamental to firemen’s work every- 
where. Orders for the book should be 
Sent with cash remittance of 460 Fr. 
francs (about $2.15) per copy (by inter- 
national money order or similar means) 
direct to the publishers: Oeuvre pour la 
Securite et l’Organisation des Secours, 
Grande Palais (Porte H), Avenue Alex- 
andre-III, Paris (Se), France. 








PROPELLO-RAY LIGHT 


Simultaneously alerting pedestrians and all traffic . . . while insuring 
safety to your vehicle and crew ...the compelling effect of the 
Propello-Ray’s roving blade of red light geis you through. 

Double action means quicker re-action—for the natural warning of 
red is intensified in the Propello-Ray Light by a sweeping, rotating beam 
that can't be ignored. 

Any hour . . . any season...the urgency of your call is dramatically 
announced with scintillating silence ... there are no noisy gears or 
complicated parts in the high candlepower, sealed-beam Propello-Ray 
Light. All moving parts are handsomely encased in streamlined chrome 
weather-proof housing to guarantee dependable. satisfying service. 


FEDERAL ENTERPRISES, inc. 


formerly FEDERAL ELECTRIC CO., Inc. 
8717 SOUTH STATE STREET . CHICAGO 19, ILLINOIS 


< 





MIDWESTERN 


Protective Slotbieg 
os sa 






MW’ Here’s Protection and Com- 
fort in ‘tes Reerdene Work of Safeguard- 
ing Life and Property Against FIRE! 


Modern fire fighting calls for specialized protective clothing . 
that safeguards the fireman’s life on every run . . 
him to use his equipment to the fullest advantage. 


. clothing 
clothing that enables 


Every Midwestern product combines the thoughts and suggestions of 
practical Fire Chiefs and firemen from every section of the country 
and every purchaser profits from years of Midwestern research and ex- 
perience. That is why the famous Mackinaw Coat and other Mid- 
western clothing have embodied in their design every feature necessary 
for the protection and comfort of firemen. 


In our vast selection of crude rubber materials you will find a type of 
fabric suitable for your climate and needs. The softness and flexibility 
in the high-grade materials used are your assurance of long time service 
and comfort. Many Fire Chiefs are now including Midwestern clothing 
in their regular yearly budget and by placing your order early you can 
be assured of this adequate protection when needed. 


For complete information have your Midwestern dealer show you our 
new garments now manufactured from crude rubber compounds. A 
letter to the factory will also bring you material samples for your 
inspection. 





We now have available: While, Ivory and Brown crude rubber coats for 
Chiefs, Assistants and other officers; also all sizes short and % length fell 
lined Firemen’s boots for immediate shipment. 


SY Dr 


Manufacturers of the Famous MACKINAW Coats 
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HALE FZZ supplying water through 
650 ft. of 14" hose to large pumper | ANNOUNCEMENTS 


Units Perform Remarkable Job for 12-hour 
stretch without faltering 











Hele 


conshonoeke” , 






niin tian Ken 


Write today for FZZ 
Folder to: 


Be HALES" 


CONSHOHOCKEN, PA. 
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MANUFACTURERS’ 


NEW FOAM ENGINE BY PYRENE 


HE Pyrene Mfg. Co. has announced 
their new Foam Fire Extinguisher. 

This 40-gallon wheeled extinguisher will 
deliver from 375 to 400 gallons of foam in 
314 minutes. It is claimed by the manu- 
facturer that this rapid delivery of a large 

| volume of foam is very important in the 
| fast extinguishment of fires. The foam 
| stream has a range of 40 to 55 feet. The 
foam is longer lasting and stiffer than 
| previous models. The engine is equipped 
with 50-in. steel wheels and 50-ft. of 114-in. 
chemical hose. It comes in three models, 
suitable for indoor, outdoor and airport use. 


1948 TRUCK & TRAILER SIZE & 
WEIGHT RESTRICTIONS BOOKLET 


[NCLUDING the most up-to-date list- 

ing of laws affecting size and weight 
restrictions for commercial vehicles, this 
new booklet is off the press and ready for 
distribution by The Four Wheel Drive 
Auto Company. 

This booklet covers all of the 48 states 
and the District of Columbia, and explains 
graphically the differences between the 
Motor Vehicle Laws of the states. 

Copies of this booklet may be had by 
writing to the company. 
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Warsaw Daily Union 


Solreco Plant 
Scene Of Blaze 





Atwood’s New Type 
Equipment Works | 4 
| Bs 
An early-morning oil fire! aS 
brought four departments to Sol-| fy 


reco oil refining plant between' 
Leesburg and Milford at 5 o’clock 
Wednesday morning. Firemen; 
from three towns battled billow-| 
ing oil flames for nearly one and 
one-half hours, until Atwood, with 
new-type fog equipment, extin- 
guished the blaze in less than two 
minutes. 


The county firemen’s organiza- | 
tion was brought into play in order | 
to give adequate protection to | 
towns vacated by their own fire | 
equipment. Warsaw sent one truck | 
to the fire, while Winona Lake} 
covered for Warsaw. Milford an-| 
swered the alarm and Syracuse ; 
sent one of its two trucks. When | 
these three conventional trucks: 








Warsaw, Indiana, Thursday, April 29, 1948 


catching on the inside of the brick 
firewall. Window sills were 
| burned, door frames burned and 


la section of roof near the rear of 


ithe plant burned. 

The factory and neighborhood 
|were in constant danger from 
|shortly before 5 o'clock to 6:30 
| Wednesday morning, as the oil- 
\fed flames continued to roar up 
ithe back refinery wall. 
| At 6 o’clock, Syracuse firemen 
offered to drive on to Atwood, | 
iwhich has only one fire truck, if | 
the Atwood firemen would re- 
| spond with their high-pressure fog 
| equipment—similar to the Winona 
{apparatus which was standing by 
| for Warsaw. 

Fire Out in Two Minutes. 
Within two minutes after two 
| lines of fog were brought to play 
| upon the flaming oil, the fire was 
| out. 

The 3,000-gallon oil tank out- 
side the plant was damaged by 
ea and pipe-lines leading from it | 
were exploded. One section of roof | 
suffered partial damage, but it is 
believed the refinery can continue | 


4 \could not extinguish the blaze, | Se) to operate while repairs are being | 


¢}|Syracuse firemen moved their 
rural truck on to Atwood, and At- 
wood’s single truck came to the} 
fire. 

The blaze was quickly smoth- 
|ered with high-pressure fog. 





Three Men on Duty. 


Mershall Gay, local manager of | 
the refinery, said three men were 
on duty when the blaze started. | 
They were Delbert Rusher, Her-| 
bert Timmons and Raymond Fifer. | 
Rusher first noticed the fire re-| 
4 | flection against an outside window, 
i | and called the other two men. 

After unsuccessful efforts to con- 


CB og pease Bs wre nee 


i 
i trol the blaze, Milford, Warsaw 
§} | arid Syracuse fire departments 
fe) | were called. 
{ Oil from a 3,000-gallon storage 
tank had been dumped into a de- 
' pression at the rear wall of the 
|plant when a 15-foot section of 
|pipe exploded. Towering flames 
+ |enveloped the rear corner of the 
brick refinery and could not be 
|stemmed with normal use of wa- 
, ter. Firemen used hose lines inside 
) |the plant to prevent the fire from 
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This is a newspaper story of a 
recent fire in Warsaw, Indiana. 


Not one word has been changed. 


READ HOW a John Bean High- 
Pressure Fog Fire Fighter extin- 
guished a dangerous oil fire in Jess 
than two minutes. This same fire had 
resisted the efforts of three conven- 


tional fire engines for nearly one 
hour and a half! 


Our files are full of such testi- 
monials on Bean Fire Fighter per- 
formance. Details will be furnished 
on request. 





THIS IS THE Bean Fog Fire Fighter that did the job. Bean 
High-Pressure Fog Fire Fighters carry their own water 
supply—provide two guns of 30 gallons each—850 Ibs. 
pump pressure. Delivered complete with all accessories. 


Perak oee 


BEAN (2 HIGH-PRESSURE FOG FIRE FIGHTER 


CAN BE MOUNTED ON MOST STANDARD TRUCK CHASSIS 
si FOOD MACHINERY CORPORATION 
N BEAN DIVISION, DEPT. 127, LANSING 4, MICH. © BEAN-CUTLER DIVISION, 426 JULIAN ST., SAN JOSE, CALIF. 


; UILDERS OF BEAN HIGH-PRESSURE PUMPS FOR OVER 60 YEARS 
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From water tank, draft, or hydrant 


American LaFrance pumpers really deliver 


Water tanks of corrosion resisting alloy iron 
are available in capacities that meet 

the needs of your community—ample 
space for your hose and equipment, too! 


| TIRE YNDEMARK OF ak 
\y 
NS TL 


AMERICAN-|AFRANCE-FOAMITE [ORPORATION 
rs 


a 





ELMIRA, NEW YORK, U.S A. 
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